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[Abstract:] The removal of Joseph Marshall from the 31” - is amended to read from the 10” inst. 
The removal of Miss Householder is held for consideration. 

Treasury Department, 

Bureau of the Mint, 

F.P.G., Washington, D.C., 

August 23, 1893 

O.C. Bosbyshell Esq. 

Sup’t Mint U.S. 

Philadelphia, Pa. 

Sir: 


Replying to your letter of yesterday, I would say that so much of my letter of the 21st 
inst. as approves the removal of Joseph Marshall, helper in the Melter and Refiner’s department, 
from the 31st ultimo, is hereby amended to ready from the 10th instant. 

The removal of Miss Householder is held for further consideration. 

Respectfully yours, 

R.E. Preston 
Acting Director 



